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November 1 , 2004 



DeLaise Montgomery Jr. 
4220 Willoby Road 
Maibury,MD 20658 



ACCOUNTANT 
: Number: JI04-t 



Dear Mr. Montgomery; 



Your application has been reviewed for employment consideration. The status of your application is: 

• You were rated ineligible because you did not meet the minimum qualifications for the position as 
required by OPM's Qualifications Standards Handbook. 

Thank you for considering PBGC as your new employer 
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